To:  Williams,  Caroline[Williams. Caroline@epa.gov] 

From:  Davis,  Tim 

Sent:  Tue  8/1 1/2015  7:35:00  PM 

Subject:  We  are  LIVE,  at  last!! 


Here’s  the  website: 


http://www2.epa.gov/goldkingmine 


They  added  the  2 back  in.  Oh  well.  © 


But  http://www.epa.gov/goldkingmine  will  auto-redirect,  as  well. 


Hopefully  in  a minute  or  so,  this  will  ALSO  redirect: 


http://www2.epa.gov/region8/gold-king-mine-release-ernergencv-response 


We’re  also  hoping  to  establish  an  actual  PHONE  NUMBER  in  Durango.  What  a concept,  eh?  © 
We  technically  have  the  number  (970-385-8700).  I just  don’t  know  if  it’s  approved  to  go  on  the 
website  yet  or  not. . .That’ll  probably  take  another  month  to  approve. . . © 
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